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CHANGES AND ADDITIONS 
TO BULLETIN 1088 (ISSUE 2) 
PARTS ~ TYPING REPERFORATOR 
(MODEL 14) 


This correction sheet covers parts ordering information for the 
following units which were not included in Issue 2 of the bulletin. 


Typing Reperforator Receivin, Low Base (Sheet. 
FPR28 FRAG 
FPRI6 FBL9 


The parts for an FPR2® are the same as those for an FPR2L. 
shown on Pages 1 through 17 of the bulletin except for the 


following: 


PAGE 1 


‘The 71634 Lockout Lever (Assem.) is not used. 


The 98703 Tape Chute and Knife (Assem.) is used in place of the 
96839 Tape Platform, 


PA 2 
‘The 2623 Spring for the bell hammer is used in place of the 4730 
Spring. 
PAG 
The 98702 Tape Stripper is used in place of the 85355 Tape Stripper. 
PAGE 1} 


The 106242 Clutch Lever Contact (Assem.) and its associated cable and 
cable clamp are not used. The two 74986 Screws are replaced by two 
74059 Screws and are used to mount the 106801 Series Parallel Switch (Assem.). 


PAGE 43. 


In position No. 3 of the type bar segment on 84,57 Bell Function Bar 
with a 7825 Spring is used. 


Position No, 32 is vacant. 


[FPRIG) 


The parts for the FPR36 are the same as those for the FPR23, shown 
on Pages 1 through 17 of the bulletin, except for the following: 


2 


‘The 105602 Tape Chute and Tape Chute Cover - Transparent, shown 
Printed in U.S.A. 


2a 
(E620) 


on Page 3 of this correction sheet, are used in place of the 98703 Tape 
Chute or the 96839 Tape Platform. 


PAGE 2 


‘The 82619 Terminal Block (6 terminals) is used in place of sesh 
Terminal Block (4 terminals), 


PAGE 13. 
The 97321 Set of Tape Feed~Out Wagnet Parts and its associated 102842 


Cable shown on Page 3 of this correction sheet are used in place of the 
tape feed-out magnet parts shown on Page 13 of the bulletin. 


PACE 15. 


‘The 106801 Series ~ Parallel Switch (with Cable) is replaced by 
the 97298 Seri Parallel Switch (Assen. ) and its associated 97295 
Cable, both of which are shown on Page 3 of this correction sheet. 


PAGE 43 


In position No. 3 of the type bar segment an 8457 Bell Funetion 
Bar and 7€25 Spring are used. No type bar is used in this position. 


Position No. 32 is vacant. 


See Pages 4, 5, 6, and 7 of this correction sheet for parts used 
on FBA6 and FB49. For cord assemblies listed below see Page 32 of the 


bulletin. 
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